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1. FOLLOWING INFORMATION RECEIVED FROM DR. MINNERS, NIH, REGARDING 
HIS CONVERSATIONS WITH DR. DAVID CLYDE: 

A. UNDER AUTHORITY OF PUBLIC LAW 85-934, US NON-PROFIT INSTITUTIONS 
OF HIGHER EDUCATION AND NONPROFIT ORGANIZATIONS WHOSE PURPOSE IS 
THE CONDUCT OF SCIENTIFIC RESEARCH ARE EXEMPTED FROM FURTHER OBLI 
GATION TO THE GOVERNMENT FOR PROPERTY PURCHASED IN WHOLE OR IN 
PART FROM RESEARCH GRANT FUNDS. THEREFORE DR. CLYDE, THE PRINCIPLE 
INVESTIGATOR, HAS AUTHORITY CONCERNING DISPOSITION OF EQUIPMENT 
FROM TERMINATED PROJECT. 

B. DR. CLYDE HAS DETERMINED THAT DR. BARNETT NEEDS TAKE CERTAIN 
ITEMS WITH HIM TO CONTINUE RESEARCH AS MEMBER OF MARYLAND FACULTY 
IN RIO. 

C. DECISION HAS BEEN MADE ON DISPOSITION OF ALL ITEMS FROM 
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2. DR. CLYDE HAS LIST OF THE SPECIFIC ITEMS AND THEIR INTENDED 
DISPOSITION. DHUW CAN REQUEST FROM HIM IF CONSULTATE DESIRES. 
KISSINGER 
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